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MEMORANDUM FOR: Project Personnel Officsr 
SUBJECT : Fitting* for Pre##ur® Suits 


25X1 A9a 

Agreement we* reached with at a meeting 

in Headquarter* on 29 March on a slight change in the procedure lor fitting 
new pilots for pressure suits. Arrangements will be made to have the 
pliet measured lor the suit by a pattern maker from the manufacturer's 
plant. This can he dene at any convenient location, although some location 
In the Northeastern quarter of the country is preferable from the standpoint 
of the manufacturer. When the suit is ready, the pilot will proceed to the 
manufacturer's plant for fittings and will remain there, if necessary, for 
a second day unfit the fit can he perfected. Ten working days (two weeks) 
should normally bo allowed between measurement and fitting although this 
could be cut down by two or three days in an emergency. In this way it is 
hoped that excellent fittings can Ins secured at the cost of only one trip to 
fit plant by the pilot. This procedure should cut down file total time that 
is consumed in fills process. Unless there is some objection of which I am 
not aware, I suggest that pilots* fittings be eeheduled in this manner hence- 
forth. 



Project Director 


RMBigjg (30 March 56) 
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